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Setup Overview 


Before using your QMS CrownNet interface, you will have to follow a few 
basic procedures to use it to its full potential. Most of these procedures are 
CrownNet Setup explained in this section of the help system. In some cases you may have 


to refer to your printer or CrownNet user manuals. 
Setup Overview 


You will need to 
Network Setup . 
Set up your network hardware connection 


Software Install 
iiiaaatialeaee Install the appropriate QMS software 


Interface Config. 


Network Config. 
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CrownView set up your web browser for CrownView 


Click one of these topics shown on the help system map to see these pro- 
CrownNet Admin. cedures and setup information. 
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Support Info. 


